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January 23, 1975 


Dr. William W. Bates 
Dr. Ivor W. Hughes 
Dr. Preston H. Leake 
Dr. Alexander W. Spears 
Dr. Murray Senkus 
Dr. Helmut Wakeham 

Gentlemen: 

Enclosed are graphs comparing TITL and 
FTC results for Market Sample 15. Dashed lines 
are the least square results. Solid lines 
represent "perfect" agreement. Non-filter 
points are shown circled. The slightly lower 
values for TPM probably account for the difference 
in nicotine and, in combination with moisture, 
the lower "tar" values. 


Sincerely, 


WLS/ps 
Enclosure 


William L. Steele 


cc: Mr. 

Mr. Frank Resnik 
Mr. Allan Topol 
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Source: https://www.industrydocuments.ucsf.edu/docs/hhvl0001 



